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NATIONAL RECONNAISSANCE OFFICE 
14675 Lee Road 
Chantilly, VA 20151-1715 


Office of the Director Announcement 


Number 2017-16 28 April 2017 


ORGANIZATIONAL ANNOUNCEMENT 





(U/APe8e 7 Effective 1 May 2017, is appointed 




















Acting General Counsel. replaces Ms. Lisa Miller who will 





be retiring on 30 June 2017. 
(U/ese+ I would like to thank Ms. Miller for her outstanding 


service as General Counsel and wish her all the best in her future 








endeavors. Please provide your continued support to and 








congratulate Ms. Miller on her retirement. 


bseel ieee 


Sapp 
Director 


UNCLASSIFIED/ HPeve— 


Approved for Release: 2017/09/12 C05104101 


